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ea CL P1BE 
ATTENTION : Executive Officer CLPPPC pi 
FROM : 


Chief, Management Staff 


SUBJECT : Management Staff Weekly Report 
3-7 October 1977 


Response to FIPS PUB on Guidelines to ADP Risk Assessment 


Management Staff forwarded to the National Bureau of 
Standards comments and suggestions on the proposed Federal 
Information Processing Standards — (FIPS PUB) STATINTL 
Guidelines to ADP Risk Assessment. 


DDA Blocks Funds 


The DDA Budget Staff has notified ODP that $200K for 
the lowest priority items for FY 1978, previously identified 
by ODP, have been blocked. 
STATINTL 


FY~78 Obligations Projected for DDA 


A FY 1978 obligation projection was prepared for the 
Chief, DDA Budget Staff. ODP will not be able to operate 
within the sub-allotment of 75 percent of our non-personal 
services funds through the first 9 months of FY 1978. This 
is the initial funding level being provided for each office. 
An exception will be required for ODP since our obligatio 
rate is projected to surpass 75% in the second quarter. al 
STATINTL 
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